DIRECT-CURRENT DYNAMOS AND MOTORS

7. A cable is formed of two concentric conductors of
equal cross section, the inner one being solid, and of radius Y,
whilst the inner radius of the outer conductor is R. Shew that
the coefficient of self-induction, per cm., is

R
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